Martin 



Owner's Manual 



FOR MODELS^ 1034 and 1 0940 



IMPORTANT This msnuai contains opEjatm^, care and maindienaiHje idslruc- 
tio[»s. Toaasuw saFg pp^raiion, any user of ihis kraajm rrnret read ihi& manual canelully. This 
manual thguld always accompany this lirearm, and he iransferred with it upon cJiangeal 
ownership WARNING: KEEP THIS FIREARM OUT OF THE REACH OF CHILDREN 



Before You Use This Firearm 

It is very Innporlant thal you /Bad and understood 1t>esB 
inslrvcliohs tJOlore using your ffraarm. Wgmingsarc high- 
lighted in redj ar>d should be read and heeded carefully. 
Also follow ihe safety rules Naiad in "Marlin^ Guide te Gun 
Salety". 



SpQcIfloallons; 



ugOQi 1 eit'ic 
Ciil^rer 357 Hagnum' 



Capneity 9-sti(ji tubular mafffljine 


ActiPn 


Lever action wntitradrlianal si^uarttl lirtgcr : sbJiU 

topiscthrar; side cjeciksn: gold pialBd atieellfi^ger; 
Ueapiv bluad rYKtal suritucc;;: ncoeivor iop ^r>cblaa1ad 




to prevent glere. 


Sleek 


Two-piece eiraigtn-grlp geMine Ametican blapk walnut: 
while huti pfoto spa.oer: tougiti Mar-Shield^ Huish. 


Barrel 


leWT wilh mgdiliptf Mipro-Oroove * lining i 1 2 grodvea-l. 


Sigrifis 


AdjuBlable -aemi-buckharn Ipiding r.aor. brasa.Pead Iront 
sigiK: spAd loo receiver lapped tor kenpe mount 0/ 
receiver &ghiL olfsei hBrrjmer Spur tor scope use — 
adaplabletor riyhl or Icit b?r>1 U53. 


Ovflrafl LervgttiSO" 



Apprg^. WrHglit^lbs. 



' Ammuritign Hots : 

The 1S94C 1 ^ designijd io Handle 357 wagmim ratto/y-ICKidcd 
armiu^ttkMi felt ee pi wad cuncr^ and shot sherej. H veil also lune- 
iign with SB Special cadridges having ;in gvcrell lervgthol mere 
lhan1.4(Mr. 



I/Odelisan 

Caliijcr 4 h 1 flem. Magnum 

Capacity lO'Shd lutular magaiirte 

AcCett Levfif adicn with irsKtitjcraj squared Ikigei lever; ^d 
top receiver; aide ejectian; geld plated el ea< tdg^r. 
deeply btued melal seiTacea; reccrvcf tqp sandpiasted 

sn prevent giarfl- 



Shjcli Two-pteoe siraigtvi-grip genuine Amancan Placlt walnut 
wHh hluad 5lea< tore-end cap; wlTfie huti piste- spacar. 
lough War-Shi(Hd' hnish. 

0aeel 2d’ wich MiCrO-Grpqvri' rilling (1 2 jroovesL 

Sights Adjustable aenti-buckhnm tolling nee/, ramp- rrom sight 
wch hrase bead aad Wde-Scan'“ InontsiqN hood, 
solid icp receiver lappad Icr scope rnpurvi r<- receiver 
sighl. cItsM hammer spur tor scope use — adapinb/e Fur 
rigtnor iflfi hetvd use. 

Overall Length 

AsprPoi. VA:igh1 S Ibs. 



• EARNING: Marirn (Hsclaims ary sil 
respdnsibililv tqr damage and/ar mitiry reEUll- 
Ing from Iha use of laullv. nor-slandaid. ''re^ 
mahjfactLred'', hendfoadod or dofgriried 
ammimitinn. 



Scope Mounting 

Because of its solid top, side-ejecting receive/, 
your rifle is ideally suited for use with a scorw. The 
receiver top is drilfed and tapped for mounting a 
scope baso. 

A detachable offset spur, affixed lo tiie hammer, 
musl be used wlien using a scope, installerd for 
right hand use, ihe position of the spur must be re- 
vetted for a left handed shooier, Loosen sal sorew 
wilb a hoJiaaonai wrench, reposition |he spur 
so lhat it prolrudes from the side of the ham- 
mer, and tighien sei screw. 



• WARNING: Do not uso ilie g’un willi s scope 
unless the tiammer spur Is securely attached in 
the proper pusitien. 

• WARNING: If ydu use the hammer spur, bo sure 
to malte periodic cJiecffs lo mahE certain that 
the sot screw join log |lie spur tci liie hammer Is 
tight. 



We recommaocf that you remove the hanrimer spur 
when not using a scope. Loosen the set screw with 
a 1.''T6" hexagonal wrench. 



“Full Cock” and “Half Cock” 
Hammer Positions 



f^dl! COcSf Cock 

1 . The Full Cock position of Ihe hammer is when it 
is at its fuiihesl point from the firing pin (Eeo A). If 
the ifigger Is pulled with the hammer in this posi^ 
tion, the gun will fire, 

2 . The Haff Cock position of the hammer is be- 
tween Ihe Full Cock position- and the lirrnq pin 
(See 6 ). 

3. The Half-Cock position serves as ihe safety and 
should be used whenever you are rrot firing. The 
hammer may Oe brought From Full Cock lo the Half 
Cock position by firmly holding the hammer in the 
Full Cock position with your thumb. Keep your 
Ihumb on (he hammer as you puFI the trigger. As 
soon as you leel ihe hammer eKerting lorward 
pressure against your ihumb, remoVe your finger 
Irom the trigger and ease Iho hammer slowly IqT' 
ward to die Heff Cock position (See C & □). The 
rille is now in Ihe Safety position and will not fire. 



* WARMING: Any tHEChanicBl rlEvicf C 9 n I 9 N. so rever 
rely oit the Hal f Dock [ssfEly pcs III nr) 1c iualily carB- 
Ib&^ fiandlinq. 



4. To resume ihe Full Cock position, simply pull 
the hammer all the way to (he rear (see A). 










Mafiin ^ 



* WARN I N(j: Never allow ihe hammer lo res.1 on Ihe Nr- 
Irti pin (hammer Ia lull forward pdElilnn] while the 
pun is loaded. Shnjld ihe hammer ioadveneotly be 
etrjck ie ihe ijIMorwerdl positlen. 1he rllle will lire. 



« WARMING: Become Ihorouglilv lamiliar wiIhUie two 
hammer posiliors bBlnrO loading 1he rille with 
ammuritien, Failure lolollrrw the Inslnidlone iolSec- 
lloo 3. above ma/ result In "lalse half cocK",. a cantli- 
liOA that alldwE 1he hammer strike 1he iirinig pin i1 
IhE trigger is palled. 



Ch^n^ing hsaimer poSiliOfi-^uH COCk Ki Halt Cock 

How to Load 



• WARNING: flelflre Igaditig nr firipg,. always check the 
hpre ^0 be iure it Is Iree ot grease, ell, or 00 ^ other 
obstructien. Be sura ihe holt is closed [lever lo the 
rear] and the hammer ir The Rail Cock nos Hi on (See 
G). and The gun polnled in a sale direclioh. 



1. Loading the magazine. Insert the carlriidges, 
bullel end firsts ir>to Ihe loading port. As Ihe car- 
tridge enters the loading port» push il forward into 
the magazine tube (See E). Be sure that the Iasi 
cartridge is compfete.ry rnsj'de the loading pod be- 
fore preparing to (ire, or a jammed action may 
result. 

2. Preparing lo fire. With the rifle poinled in a safe 
direction, completely open and ctose Ihe lever one 
time. Your rifle is loaded, cocked, and ready to lire. 




LoatfirTff tfte magaiihe 



* WARNING: If ynu do hOi wnri tg lire at IhiS poirl, 
r&turn The hammfr to the Half-Cock pnsilioo, as 
described sbovo. 



3. Loading a Single Ceriridge- Wi|h the rifle emply, 
and the lever forward (bolt operi), place a single 
cartridge, with the butle! forward. In the ejeciion 
poll, onio the carder (See F). Fletum (he lever to 
Ihe rear portion (bolt dosed). The cartridge will be 
fed direclly into Ihe chamber and ihe rifle will be 
oocited and ready to fire. 



■ WARN INC: Never alien pi Ip I bad ypur fine with 
ammuritlpn Ihot dbe; not meet Lha cartridge spnuMi- 
calipns slarttpad an ilie liBirnl. Use (jolv anmuollion 
suilablalaraiubnl^r rnggsrlre rifle. We recommend 
dn^n. dry. fibcforv-lnaded anmuniliDn. 

* WARMING 1P Hpodloaders: Spme fiainlad andl full- 
meol [ack'bl robnd nose hulEalx ara on Ihe market 
wliicli canchairlira other cehridges lb a Tubular mag' 
OEire during receif causinp' severa iniuty ard dam- 
age. II ypit arc uncertain abaul the s^lelY el using a 
paiticular hullal in ynur Marlin. cPHtactTbe ammuni' 
tidn nr hullei manulaclurer. 






How to Fire 

With the hammer in the Fufl Cock position, and 
with the gun pointed althetarget, squeeze the trig- 
ger. The gun wifi fire. Work the lever fully forward 
and back for each repeat shot. If you d'o not fire all 
the cartridges in the magazine, be sure to put Ihe 
hammer in Ihe Half Cock posiHon until you are 
ready 10 &fioot again. 



• WARNING: Ramembdr. until a visual ctieck has Oaar 
mad a, yau should assume thal a live rpotid remains 
in ilin chamber. 



How to Unload 

Keeping your fingers away from the trigger, 
and with the gun pointed in a safe direction, 
manually eject all cartridges by operating the 
lever back and forth, until you are sure Ihe 
chamber and magazine are empiy (See G). The 
lever must be compleiely doeed end Ihen fully 
opened to insure proper feeding and ejeolmg 
of all cartridges. Then, wiih (he lever In the for- 
ward position (bpJt to the rear), inspect Ihe 
chamber, carrier and magazine carefully Ic be 
sure there are no cartridges lefi In (he gun. 




i/nfoadjrT^ 










Alarlin ^ 



1 WAftNlJ^C: Oaring Etie iitilosiing process, each lima 
me lever Is comuletelv closed (alt the lo Elve 
rea^r) . ya Uf ri 1 l a is COCkad and rdady In hra. Ka ap /dur 
lingais dway From Elie Irlggar and be sure tha gun is 
pnlrEedlna sale dlrecElan durlni] urloadlno. 



What to do if rifle fails to fire 

1 . Misfire. IF you have s<iueezed the trigger and 
nothing happens, remain in shooting position!, 
poinitng the gun in a safe direciron. Count i* 10, 
then op*n iheacKon. 

2. Underpowered shot. A "squib”, or under- 
powered shpi can t>e detected by the unusually 
low report li maizes. 



* WAFtniNG: SacauSG EEia bullet may adju^ll^ alii I be in 
iha baiTUl, vQu must u>nload cempletely and, wllh Ehe 
act! DJI Djien. leokthrcupb me baifui m see ii Lhera is 
Uiii ebstructiun. 11 Ihsne i£, ii muul be ramoved betpre 
firing. OiherwIsE. fierspnal lajury cr damage ceuFd 
reavlt- 



Sighting 

Your rifle has been sighied-ln and tesHired at 
the factory. However, due to individual 
stiooting characteristics^ sighting should be 
Tange verilted. 

1. Vertical Correction. To raise the point of im- 
pact, raise the rear sighs by moving the 
elevator. To lower the point of impact, lower 
the rear sight. 

Z. HorizonTal Correction. To move the point of 
impact to the left, lap (he rear sight base to the 
left. To move itie point of impact to tiie right, 
tap the rear sight Pase to (he right. 



» WARNING: Never etiempl Ed vvijje donvn nr dean ^ 
loaded gun. 



How to clean your rifle 

1. Remove all cartridges from the action, 
chamber and nnagazine before you begin 
cleaning or inspecting your rifle. 



2. To clean the bore from the breech end 
{recommended), open the lover half way, 
remove the lever screw (See and then the 




flemonfn^ Ssesr sere iv 



lever. Then ren^ove the breech bolt from the 
receiver {See I). (This will cause the ejector 
to be loose in side the receiver — be careful 
net (0 lose it.) Nejrt, remove the ejector from 
the slol in the leH side of the receiver {See J). 




ftw77Dvi'njr fjrsecfv bofr 



The bore can now be cleaned, using the piroper 
caliber cleaning rod, cleaning patches and 



powder solvent. Clean and oil the breech boll 
before replacing. The barrel and bore should 
also be frgftify piled. 

3, The action! may be cleaned and oiled while 
the gun is in the stale of disassembly describ- 
ed above. 




/Temsvjrtg-^Scrar 



4. To reassemble^ simply reverse Ihe above 
sleps. Maite sure the ejector is positioned 
properly prior to alignment and insertion ol 
(he breech bolt, (If your cun is an 1894C see 
K&L) 




tnrMjrr&ct Posiliort Ot Ejector Front end proNiJtlrng into 
chember. 














CjECtOR 



COfrflct Praltlofi vf EjeclOr FiCntend between fefif end 
pf Derrei and left side of reoeiwef 



The front end oi the ejector nnusi be posrtioned in 
the 5 lot Oefweerr the left rear end of (he barter and 
the leH Inside of the neceivier. If not properly rein' 
sielled, it wHi protrude inio (he ohamber (as shown 
in drawing labeled "incorr«1"). If you iry to cham- 
ber a cartridge wilh the ejector incorrectly instedad, 
damage to (he ejector^ and/or cailridga may result. 
If a cartridge i$ chambered and fired with iho ejec- 
tor incorrecUy installed, the gun may be damaged, 
and (he shooter may be injured. 

1 S94 Only 

See M for (he relationship o( (ho bolt and ejaciorior 
correct alignment. Push iho breech bolt into (he re- 
ceiver until wilhirr approximaleiy V of (he fulty 
dosed position (See N). The lever may now be in- 
serted as shown in O, 






Pep/ac/np breech bott ('Keep (ft/s jcrsw ligbt) 




RapSacing l^'^sr 



• WARNING: Never aHempt to wipie dowr or cte^ii 5 
iDsdet gun. 



Avoid the use of oil during below (reezing condi- 
tions. A dry graphite used sparingly rs recom- 
mended for cpfd weather lubrication. Condensa- 
tion droplets may form soon after the gun is 
brought into a warm room, or it may becorrte wet 
during inclement weather. In any case, afl moisture 
should be removed. Exterior metaf finishes maybe 
wiped down with a slightly oited dolh. For long 
term storage, lighlfy oil (ha bora, barrel and action 
with gun oil. Your gun should be completely un- 
loaded and stored in a dry area. Never store your 
gun in a carrying case . 



Factory Repair Service 

if you wish (o return a gun to the factory, be sure to 

follow these inslructlcns. 

A. Ba ebsolutely certain the firearm is rtot loaded 
prior to mailing. 

B. Pack the firearm carefully. Use ample cushior>. 
ing malerial and a sturdy outer cardboard box. 
Do nef ship in a special container which you 
wani returned. 

C. Accessories such as soopes, scope mounis, 
gun cases, guick detach type swivels, sllr»g 
Straps etc. should be rempv^ prior to returning 
the firearm. 

D. Attach a complete leiier of information to the 
outside of the package. The letter should 
describe the model number, serial number, 
description of the damage or problem, and 
under what conditfons the diffculiy occurs. 

E. Dearly mark your return address on the outside 
of the bpx and your accompanying letter. 

F. If the firearm is not covered by warranty, v/e will 
supply an estimate oMhe repair cost before pro- 
ceeding with the work. Repairs will be rnade 
upon receipt of your chock or money order. If 
repairs are not possible, the gun vdll bo 
returned. 

G. Please do not ship ammunition to the factory. 

H. Ship your firearm via U.P.S. or insured Parcel 
Post. Shipment must be pre-paid and 
addressed to: 

MARLIN GUN SERVICE 
ATTN: REPAIR DEPARTMENT 
100 KENNA DRIVE 
NORTH HAVEN, CT. 06473 



Correct bait and eyecror a/^$nmenf 









